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UNCLASSIFIED 

PAGE 01 ROME 07061 180533Z 

ACTION EUR- 12 

INFO OCT-01 ISO-OO H-02 EB-08 /023 W 

053036 181907Z/45 

R 171437Z APR 78 
FM AMEMBASSY ROME 
TO SECSTATE WASHDC 2155 
INFO AMMEMBASSY BONN 9451 
AMEMBASSY BRUSSELS 
AMEMBASSY LONDON 
AMEMBASSY PARIS 
AMEMBASSY VIENNA 

UNCLAS ROME 7061 


Message Text 


E.O. 11652: N/A 
TAGS: ENRG 

SUB J : ADMINISTRATION PROPOSALS TO CONGRESS ON THE NUCLEAR 
POWER PLANT LICENSING PROCESS 


WE WOULD APPRECIATE RECEIVING A COPY OF THE SUBJECT PROPOSALS, 
WHICH WE GATHER HAVE BEEN SENT TO CONGRESS. GARDNER 


UNCLASSIFIED 
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